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The Director of Central Intelligence 


Washington, D.C. 20505 


Intelligence Community Staff 


DCI/ICS 78-2107 
May 9, 1978 


MEMORANDUM FOR: 


FROM: 
Deputy to the DCI for Resource Management 


SUBJECT: Letter of Commendation 


We recently received the attached letter from Senator Bayh 
and the forwarding letter from Admiral Turner. I wish to express 
my appreciation to you for your participation and contribution 


to the SALT TWO Monitoring Study. 
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Washington, D. C.20505 


lL May 1978 


MEMORANDUM FOR: Deputy to the Director of Central Intelligence 


for Resource Management 


SUBJECT : Letter of Commendation 


It gives me a great deal of pleasure to convey the 
attached commendation from the Senirte Select Committee on 
Intelligence. Will you please pass its content along to 
the members of the ad hoc working group with our appreciation 
for this excellent piece of work. 

a —~ 
STANSFIELD TURNER ai 


Attachment: 
As stated 
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Ap-il 20, 1978 : 


Admiral Stansfield Turner 
Director 

Central Intelligence Agenc 
Washington, D. C. 


Dear Admiral Turner: 


I would like to commend you and the intelligence community 
for the excellent Analysis of SAL? Monitoring: U.S. Capabilities 
_and Collection Systems. This study, which was requested by 
former Chairman Inouye and by the Committee, has proven to be 
of great assistance to the Committee in its own study of U.S. 
intelligence capabilities to monitor any potential SALT 
agreement. 


The close and informed cooperation that your staff has 
shown to the staff of the Select Committee on Intelligence 
in the development of the study is a model of cooperation 
between the branches. 


The study has enabled the Comittee, further, to understand 
better our long term priorities and provides additional useful 
data for making necessary budget decisions on future technological 
intelligence needs. I hope you will express the Committee's 
gratitude to all those who have contributed to this five cesoct. 


Sincerely, 
07on Jf 
hina, 
Birch Bayh 
{ Chairman 
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